Website offline archives
========================


* Text and HTML file encoding could be KOI-8R, CP1251 or CP866.

* Descr.WD3 files, if exist, were made by Offline Explorer
File structure (from 
http://forum.metaproducts.com/Post.aspx?ID=3221&AspxAutoDetectCookieSupport=1
):

-----------------------------------------------------------

Oleg Chernavin 5/18/2004 4:11:00 AM

Descr.wd3 files reside in each directory Offline Explorer creates and 
contain information regarding all downloaded files in the directory:
- file name
- original file URL
- date of the last modification on Web server (to check for updates)
- file MIME type as it was returned by Web server (this is useful for offline browsing)
- a sign, if a .primary file was created or not.

Although all these files could be deleted, it is not recommended because
this may make Web site updates and offline browsing less reliable.

Best regards,
Oleg Chernavin
MP Staff

-----------------------------------------------------------
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It is a binary file. Its structure is the following:

Size 4 bytes
FNSize 4 bytes
URLSize 4 bytes -- always zero
FileName x bytes File name as on disk
URL Name x bytes File name as in URL -- not used
Version 4 bytes
Modif.date 31 bytes
MIME type 36 bytes
Original file length (before parsing) 4 bytes
NeedPrimary 1 byte 0 if Primary is needed, 1 - if not

Oleg.

-----------------------------------------------------------

Filename  : www.skeptik.net.zip
Size      : 5151907
CRC32     : 2ea4e21e
MD5       : c816877009dacbd874c2c39501aad3d8
SHA1      : 0cd3d3190766906bed69b6c38a5939d58cab16b4
SHA2-256  : 95129afb7e7835bf005edae3b977f8c300ad8f8dfd1761836533b15750787846
SHA2-384  : e796963cba5f5396d67235df9865d01eafae0713c42369e3d9e07e2153b68bb13feca31ae9e646a1aaf1882b196c2356
SHA2-512  : 95a630133e7352a1e5b4317cc30c6a6511f1ba663f334943ad1cd0215684974da44a0c8aec0dfefd6ec869a7e0dd6d1bee8f22e80342b74de584d489526d832b
SHA3-256  : 3931a4f08874cd0fdf88f5448d558354f25c181eb35b8eb61351e5ed661a70c4
SHA3-384  : 46b95ea6102200f7c44d90a7bc8bc67ecf0171981033f011cdd1d7531446f964a9a9b2cbfbad025f37a9009bcc5decee
SHA3-512  : 6fdfc4369fd321f3d6f41ccc526092ab30c7b7028142d3be54c98131b032abf4dda8a0f6b5c212e3fe23719aa1c7cdcba410bec5c17eceb30be27b191a98dc83
RIPEMD-160: ad8faecc4bc45e1d4a9ec541c75ea06bad683b51
WHIRLPOOL : 49490ccb904c12188e5d1ed60165be0e631bb9f9ebe0852b03391d412412130f7af09be39436074037abc6e9a1561a00c8a7af02f2224728c1033a748f068122
ED2K      : 454c740bdd5e34c7d6ec38980ceaf344
